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FOR* 


AD/Go?muaications 



25X1 A5a1 


ft has been brought to our attention that you. mill test 
Hmmmmncnr being developed by AF8AT-D~0Oit* and that 
eiaperlaental models will be ready in the Spring* We are told 
that a cable is near in place between 

end »Q» Building* and feel that it mould be very helpful if 
this atachine night be tested between 0/CI and this Office, 
provided other plans have not already been xaade* 


25X1A 



25X1 A9a 




Wipe!™* rr s*f» «f in mmM 

If separated fr«m till fife if mttS t be 
Mfal«etoi Is ladlviiu} syslewatic review. 






